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ACTION AF-06 

INFO OCT-01 ISO-OO FBOE-OO A-01 L-03 ( ISO ) W 

053198 

R 160909Z DEC 75 
FM AMEMBASSY ABIDJAN 
TO SECSTATE WASHDC 6247 

UNCLAS ABIDJAN 10680 

EO 11652:N/A 
TAGS: ABLD, IV 

SUB: CHANCERY ELECTRICAL PROBLEMS 
REF: ABIDJAN 10115, STATE 293008 

1. EXPERTISE TO DO THOROUGH ELECTRICAL SURVEYNOT AVAILALBE 
LOCALLY. ELECTRICAL INSTALLATION FIRM SIVIE, WHICH INSTALLED 
EMERGENCY GENERATOR, HAS SOME KNOWLEDGE OF CHANCERY PROBLEMS. 
HOWEVER, ELECTRICAL ADDITIONS HAVE BEEN MADE PIECEMEAL OVER 
PAST FIVE YEARS, RESULTING IN CONFUSION WHICH WE DO NOT BELIVE 
SIVIE CAN UNRAVEL. 

2. OCCUPANCY OF CHANCERY IS NOW FAR MORE THAN ORIGINALLY INTENDED 
SINCE APARTMENTS HAVE BEEN CONVERTED TO OFFICE SPACE. ADDITIONAL 
AIR CONDITIONERS, SECURITY DEVICES, AND OTHER EQUIPMENT HAVE BEEN 
ADDED, GREATLY INCREASING ELECTRICAL LOAD TO EXTENT WHERE LESSOR 
CANNOT BE HELD RESPONSIBLE. 

3. PARTIAL BREAKDOWNS AND BLACKOUTS HAVE BEEN OCCURRING WITH 
INCREASING FREQUENCY. HOPE DEPARTMENT CAN CONTRACT FOR 
ELECTRICAL SURVEY ASAP. 
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